USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haaklli Inspection SerVkia in^ iu 

Inspection Report 


RHODE ISLAND COCL EQE Customer I D: 261 

Ceflificale; 15-H-OO10 

600 MT. PLEASANT AVE; OFFICE OF RSCH S Site: 001 


Kb)(2)High, (b)(7)f 


PflO VIDE MCE, Fll 02903 


Type: ROUTINE INSPECTION 
Date: Mpv-£0-200e 


There were no non-ccmpliant itemg identified during tfie inspection Regislrant i,wa5 in compliance with AWA 
Ra^ulallpnS and Slandarda ^ the lime of the inspeCtlDri. 
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PAULA S GLADUE, V M D USDA, APHIS. Animal Care 

Title; VeTERINARVMEDICALOFFICEFIInspectPf 1054 


Date; 

Mpv-20-2006 


Title; 


(b)(6), (b)(7)(c) 


Date; 

Mcv-SO-2000 





